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We offer service for all major brands of doors and door accessories of sectional doors, rolling 
doors, high performance doors, counter doors, grills, fire doors and loading docks. As we have 
grown our customers, liking our work, have asked us to provide other products and services. As 
a result we have worked hard to select the best products from the best companies. 






Our business is shaped by the demands of our commercial customers. We bring the same 
attitude of professionalisim and responsiveness to our residential garage door customers. 

We select the best products and the best people to help you select and maintain your garage 
door. Call us to save time in searching for a 
new door or for fast repair of your garage 
door, openers, springs or cables. 
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Fast professional garage door repair for most brands of doors and openers. With trucks 
throughout the Minneapolis St. Paul metro area most service calls are resolved the same day. 






Broken springs are a common problem. Garage door springs lift most of the weight of the door 
not the door opener. When a spring breaks the opener will continue to try opening the door. In 
some cases, the opener and the good spring on the other side will cause the door to twist and 
jam in the opening. In other cases, the door will stop moving before it is noticeably jammed. 




here are two types of garage door springs, torsion and extension springs. Both types are 
capable of exerting a great deal of force and for that reason we do not recommend 
homeowners try this repair. 




Extension Springs are mounted parallel with the tracks mounted on the ceiling. As the door 
closes the spring lengthens providing the force necessary to open the door. They are inherently 
more dangerous than torsion springs because of the rapid and forceful contraction that occurs 
when the spring breaks. We recommend these springs be replaced with torsion springs which if 
the spring breaks will uncoil while contained by the center shaft. At a minimum a cable should 
be installed down the center of the spring preventing it from flying around the garage if it does 
break. 




